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HAYDOCK  URBAN  DISTRICT  C U1TCIL  "^‘^Afty 


II,  J-.TH  Di.iT. 

COUNCIL  QFFIjGC, 

CHURCH  ROAD, 

Dr.  A.C.  Crawford,  T.D.  ,1  i.B.Ch.B. , HaY  OCK. 

D.P.Ii.  ,D.T.ii.  nfiC  . m* 

29th  October,  1949. 

Our  Ref.  RV17/JR. 

Dear  Sir, 

iith  reference  to  the  Annaal  Report  of  the  ..edieal  Officer 
of  Health  of  the  Haydock  UaD.C.,  for  1 94  , which  was  sent  to 
you  on  the  15th  instant,  I shall  he  obliged  if  ou  will  ai.iend 
the  figure  of  the  n *aber  of  inhabitated  houses  which  a p.  e rs  on 
p age  3 of  the  report.  This  figure  should  read  2878  and  not 
2029  as  printed. 

Yours  faithfully, 

(Sgd.)  A.C.  Crawford. 


hedieal  Officer  of  Health. 


The  secretary, 
Ministry  of  health, 


HAYDOCK 


Urban  District  Council. 


ANNUAL  REPORT 


OF  THE 

Medical  Officer  of  Health 
1948. 


GOLBORNE  PRINTING  CO.,  LIMITED 
24,  Heath  Street,  Golborne. 


TO  THE  CHAIRMAN  AND  MEMBERS  OF  THE  HAYDOCK 
URBAN  DISTRICT  COUNCIL 


o 


Council  Offices, 

Haydock 


Mr.  Chairman  and  Gentlemen, 

I have  the  honour  to  submit  the  Annual  Report  upon  the  health  of 
the  District,  including  the  report  of  the  Sanitary  Inspector,  for  the  Year 
1948,  in  accordance  with  the  instructions  of  the  Ministry  of  Health. 

On  the  5th  July  1948,  the  day  appointed  as  that  on  which  the  National 
Health  Service  Act,  1946  became  operative,  certain  functions  of  the 
Council  as  a Sanitary  Authority  were  transferred  to  the  County  Council  as 
the  Local  Health  Authority.  Those  principally  affecting  the  district  relate 
to  responsibility  for  Vaccination  and  Immunisation,  the  Ambulance  Service 
and  the  domestic  Help  Scheme. 

I have  the  honour  to  be, 

Your  obedient  servant, 

D.  C.  LAWTON, 

Medical  Officer  of  Health 


Health  Staff 

Medical  Officer  of  Health  ( Part  time)  : 

Dr.  D.  C.  Lawton,  m.b.,  b.c.h.,  d.p.h. 

Sanitary  Inspector  : 

J.  Evans,  A.R.San.I.,  Cert.  R.S.I.,  San,  Sc.  and  Meat  (Liverpool) 
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Area  (acres)  2395 

Estimated  population  11,880 

Number  of  inhabited  houses  2,029 

Rateable  Value  £42,884 

Sum  represented  by  a Id.  rate  £182 

The  occupation  of  the  working  population  is  principally  coal  mining 
and  engineering  in  connection  with  collieries. 

Population — 

For  birth-rate  ) 

' 11,880 

For  death-rates  ) 


VITAL  STATISTICS. 


Male 

Female 

Total 

Rate 
per  1000 

Rate 
per  1000 

Live  Births — Total 

94 

113 

207 

population 

17.4 

births 

Still  Births — Total 

....  2 

3 

5 

23.0 

Deaths — Total 

....  63 

48 

111 

9.3 

There  were  No  deaths  from  maternal  causes. 


HAYDOCK  U.D. 


Per  1,000 

of  estimated  population. 

Maternal  mortality  rate. 

Rate  of 

Live  Crude 

birth-rate  death-rate 

Death-rate 

from 

tuberculosis  of 
respiratory 
system 

Death-rate 

from 

cancer 

Per  1,000 
live 
births 

Per  1,000 
total 
(live  and 
still) 
births 

deaths 
under 
one  year 
per  1‘000 
live  births 

1948 

17.4 

9.3 

0.50 

1.43 

nil. 

nil. 

38 

1947 

24.4 

10.6 

0.52 

1.30 

10.63 

10.38 

46 

Mean  of 

5 years , 

1943-1947 

21.9 

9.8 

0.39 

1.23 

4.71 

4.56 

49 

Increase  or  decrease  on  5 years  average  1943-1947 

-4.5 

- 0.5 

+ 0.11 

+ 0.20 

-4.71 

-4.56 

- 11 

Previous  year 

-7.0 

- 1.3 

-0.02 

+ 0.13 

- 10.63 

- 10.38 

- 8 
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HEALTH  SERVICES 


General  Health  Services  and  Sanitation — 

The  Child  Welfare  Centre  and  School  Clinic  in  Haydock  are  admin- 
istered by  the  Lancashire  County  Council.  They  are  both  well  attended. 

Housing — 

56  houses  were  built  during  the  year. 

573  Sanitary  inspections  were  made  for  housing  defects  and  other 
matters. 

338  preliminary  notices  were  served.  No  statutory  notices  were 
required. 

Food  Inspection  and  Supervision — 

Cowsheds  and  Dairies 


Number  of  Cowkeepers  

13 

do.  Purveyors  of  Milk  

2 

do.  Inspections  made  

38 

do.  Milch  Cows  in  the  district  

200 

12  samples  of  milk  were  examined  for  tuberculosis  with  10  negative 
and  2 positive  results. 

Animals  intended  for  human  food  are  examined  at  the  time  of 
slaughter,  and  shops,  vans  and  premises  are  inspected  frequently. 

Animals  examined — 

Pigs  47 

Meat  Condemned 1 head  affected 

with  Tuberculosis 

Premises  and  shops  where  food  is  prepared,  stored  or  sold  are  inspected 
regularly. 

Foodstuffs  examined  and  condemned  as  unfit  for  human  consumption. 


Milk 

43  tins 

Meat 

18  ” 

Bacon 

80  lbs. 

Sausage 

4 tins 

Fish 

2 ” 

Vegetables 

7 ” 

Fruit 

8 ” 

Preserve 

1 tin 
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Notifiable  Diseases — 

The  increase  in  notifications  of  infectious  disease  from  209  to  530  is 
accounted  for  by  the  heavy  epidemic  of  Measles  during  the  late  Autumn, 
the  number  of  cases  notified  being  354  as  compared  with  147  the  previous 
year. 

The  number  of  cases  of  Whooping  Cough  notified  also  increased  from 
9 to  108  and  of  Scarlet  Fever  from  25  to  44. 

There  was  one  case  of  Cerebro  Spinal  Fever. 

No  notifications  of  Food-poisoning  were  received. 

Diphtheria — 

5 cases  of  Diphtheria  were  notified.  When  the  final  diagnosis  was 
made,  however,  it  was  found  in  3 cases  that  the  disease  was  not  true 
Diphtheria.  The  correct  number  therefore  is  2. 

Immunisation  against  Diphtheria — 

Responsibility  for  this  work  was  transfered  to  the  County  Council  on 
the  provisions  of  the  National  Health  Service  Act,  1946. 

Prior  to  that  date,  Sessions  were  continued  at  which  injections  were 
given  by  Private  Practitioners  to  children  of  school  age  and  under. 

Each  child  had  two  injections  of  A.P.T.  prophylactic. 

No.  Immunised  During  the  period  1st  January  to  4-th  July,  1948. 

Pre-schoolchildren  112 

School  children  3 

115 


The  total  number  of  children  immunised  since  the  inception  of  the 
service  in  1941  is  2425. 
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CAUSES  OF  DEATH— HAYDOCK  U.D.C.  1948 


Causes  of  Death 

Males 

Females 

All  causes  

63 

48 

Typhoid  and  paratyphoid  fevers 

— 

— 

Cerebro-spinal  Fever  

— 

— 

Scarlet  Fever  

— 

— 

Whooping  Cough  

— 

— 

Diphtheria  

— 

— 

Tuberculosis  of  Respiratory  system 

2 

4 

Tuberculosis — Other  forms 

— 

1 

Syphilis  

— 

— 

Influenza  

— 

1 

Measles  

— 

— 

Poliomyelitis  and  Polio  Encephalitis  ... 

— 

— 

Acute  Inf.  Encephalitis 

1 

— 

Cancer — all  forms  

8 

9 

Diabetes  

— 

— 

Intra-Cran  : Vase  : lesions 

4 

6 

Heart  Disease 

27 

16 

Other  Circulatory  Diseases  

1 

— 

Bronchitis  

2 

1 

Pneumonia  

3 

2 

Other  Respiratory  Diseases  

— 

— 

Ulcer  of  Stomach  or  Duodenum 

1 

— 

Diarrhoea,  etc.  (under  2 years)  

1 

— 

Appendicitis  

— 

— 

Other  Digestive  Diseases  

— 

1 

Acute  and  Chronic  Nephritis  

4 

— 

Puerperal  Sepsis  

— 

— 

Other  maternal  causes  

— 

— 

Congenital  Debility,  Premature  Birth, 
Malformations,  etc.  

2 

2 

Suicide  

1 

— 

Road  Traffic  Act  

2 

— 

Other  Violence  

1 

2 

All  Other  Causes  

3 

3 

Total 

111 


6 

1 

1 


17 

10 

43 

1 

3 
5 

1 

1 

1 

4 


4 

1 

2 

3 
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NOTIFIABLE  DISEASES  DURING  1948 
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Total 

cases 

removed 

to 

Hospital 

I 

40 

CM 

1 

CO 

1 

1 

- 

1 

1 

LO 

Total 

Deaths 

' 

1 

1 

1 

' 

1 

1 

CM 

I 

' 

CM 

CASES  NOTIFIED 

YEARS 

§ SJ 

LO  O 
vO 

1 

' 

1 

1 

1 

1 

1 

- 

1 

1 

M- 

45 

1 

1 

1 

1 

1 

1 

1 

CM 

CM 

1 

35 

1 

1 

1 

1 

1 

1 

1 

1 

CO 

1 

20 

1 

1 

- 

1 

1 

1 

1 

1 

1 

CM 

- 

1 

LO 

1 

1 

- 

1 

1 

- 

1 

1 

1 

I 

1 

CM 

O 

I 

- 

1 

- 

1 

I 

1 

1 

1 

CO 

LO 

1 

1 

Qv 

1 

1 

1 

50  120 

22  33 

1 

1 
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vO 

T— 4 

vO 

r- 

LO 

vC 

CO 

1 

1 

1 

1 

46 

tJ- 

1 

- 

1 

1 

CM 

1 

1 

1 

CO 

1 

1 

1 

vO 

1 

CO 

1 

1 

00 

1 

LO 

LO 

1 

CO 

1 

! 

Totals  ....  530  28  76 

Under 

1 

1 

1 

1 

1 

00 

o 

1 

1 

1 

1 

Total 
cases 
at  all 
Ages 

' 

44 

CM 

1 

354 

00 

o 

- 

Pneumonia  !6 

Erysipelas  4 

Dysentery  1 

DISEASE 

Acute  Poliomyelitis 

Scarlet  Fever 

Diphtheria  

Puerperal  Pyrexia 

Measles  

Whooping  Cough  

Cerebro-spinal  Fever  .... 

Totals  ....  530 


TUBERCULOSIS 


Under  the  Tuberculosis  Regulations  12  new  cases  of  respiratory  and 
of  other  forms  of  Tuberculosis  were  notified.  There  were  6 deaths  from 
Tuberculosis  of  the  respiratory  system,  and  one  from  non-respiratory  Tub- 
erculosis. 


Premises 

No.  of 

Inspections 

No.  of 

Written 

Notices 

No.  of 

Occupiers 

Prosecuted 

Factories  

6 

0 

0 

Workshops  

18 

0 

0 

Other  Premises  

0 

0 

0 

Total 

24 

0 

0 

No  complaints  were  received  from  the  Factory  Inspector. 
No  defects  were  found  at  the  above  inspections. 


A 


